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Loadin g instructions: to 
load into your computer 
typeCLOAD.ifyou 
encounter an I/O error, try 
loading at a different 
volume. Once loaded type 
RUN. Full instructions are 
given in the program* 
There are 2 copies on each 
side of the tape. 


CopytighT 
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Is copied nnly for fhe purchasers sole use and 
no[ useO in any renlmg library or clubsyslsm 
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